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107. Various later measurements of the separation of the lines in
known fields have shown that e/m obtained in this way is a little
different for lines in different series, but that it is the same for lines
In the same series. The mean value is very near to 1'77 X 107,
ivhich again is very near to the mean of the best measurements of
efm for the kathode rays and for /3 rays.cating that the central line is doubled. 1)2 shows
